XVI

ANAMAX  FAILED TO CORRECT AN UNSAFE
CONDITION AT A FUEL LOAD OUT AREA

Witnesses:  Lund,  Ypulong,  Miller,  Hyder

139.    Lund observed  that   the  seal  of  the nozzle  of  the   fuel   tank used
to  fuel his welder was  leaking  (Tr.   250).

140.    Lund  tagged  it with  a "DO NOT START"   tag  (Tr.   250,   707).

141.     The next night   the  tag was off and Lund   tagged  it   again  and
asked   foreman Ypulong why  it hadn't been fixed   (Tr.   250,   734).

142.    Ypulong said  they couldn't  get   the  parts   (Tr.   251).

143.    A week later the nozzle was  still   leaking.     Lund was  upset   and
he didn't   fuel his welder  (Tr.  251).

144.    The next day Lund  called Johnson and   threatened   to  call MSHA
(Tr.   251).

145.    Four hours  later when Lund reported   for work the  leaking  nozzle
had been repaired  (Tr.  252).

Lund's  activities  as outlined  above were  clearly  protected  under  the
Act,     However,  no retaliatory  action was  taken by Anamax.     Accordingly,   no
claim exists  under  the discrimination  section of  the Act.

Lund's  query on this complaint   is why wasn't   the   leaky nozzle  fixed
sooner?    The record does not directly answer this  question.     Indirectly,
foreman Ypulong  indicated  the part had  to be ordered.   . In  any event,   Lund's
position here is  that he was  required  to work in  an  unsafe  condition.     The
latf in   that  area has  already been discussed in  paragraph  I,   supra.

XVII

LUND IS REFUSED SAFETY EQUIPMENT
BY FOREMAN BISSELL 2QJ

Witness; Lund

146, On this occasion Lund was assigned to do some pin keeper welding
for Bisaell (Tr. 253).

-147. The pins were nine to ten feet off. of the ground (Tr. 253).

19/ Paragraph 19 of the amended complaint
20/ Paragraph 20 of the amended petition.

272   On the
